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FIGURE 1.2 Mean monthly concentrations of atmospheric CO2 at Mauna Loa. The yearly oscillation is
explained mainly by the annual cycle of photosynthesis and respiration of plants in the northern
hemisphere. See Section 1.2.2 for discussion of annual cycle.  (Sources Geophysical Monitoring for
Climate Change, National Oceanic and Atmospheric Administration.)